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PAGE 01 MANILA 13119 311107Z 
ACTION OES-09 

INFO OCT-01 EUR- 12 EA-10 ISO-OO ACDA-12 CIAE-00 INR-10 
10-13 L-03 NSAE-00 NSC-05 EB-08 NRC-05 SOE-02 
DODE-OO DOE- 15 SS-15 SP-02 CEQ-01 /123 W 

022707 311225Z/45 

R 310958Z IUL 78 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 9385 
INFO AMEMBASSY VIENNA 


LIMITED OFFICIAL USE MANILA 13119 

USIAEA 

E.O. 11652: N/A 
TAGS: ENRG, TECH, PHL 

SUBJECT: IAEA SAFETY ASSESSMENT FOR PHILIPPINE POWER 
REACTOR 

REF: STATE 191275 

GOP HAS NOT YET RECEIVED FINAL COPY OF IAEA SAFETY MISSION 
REPORT REVIEWING SEISMIC ASPECTS OF PHILIPPINE REACTOR 
SITE. UNDERSTANDING OF DR. IBE, COMMISSIONER OF PHIL- 
IPPINE ATOMIC ENERGY COMMISSION IS THAT ROUGH DRAFT COM- 
PLETED IN VIENNA THREE WEEKS AGO AND THAT HE SHOULD RE- 
CEIVE COPY OF REPORT WITHIN THE NEXT WEEK. HE SUGGESTED 
THAT AMEMBASSY VIENNA COULD OBTAIN REPORT FROM IAEA MUCH 
MORE QUICKLY THAN GOP COULD SUPPLY A COPY TO US. IN ANY 
CASE WHEN REPORT RECEIVED HE WILL GIVE US COPY AND WE 
WILL POUCH IT TO DEPARTMENT. MURPHY 
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Current Classification: UNCLASSIFIED 

Concepts: SAFETY, NUCLEAR SAFEGUARDS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978MANILA131 19 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780312-1308 
Format: TEL 
From: MANILA USIAEA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978074/aaaaacua.tel 

Line Count: 44 
Litigation Code IDs: 

Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION OES 
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Page Count: 1 

Previous Channel Indicators: n/a 
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Retention: 0 
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Review Content Flags: 
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Review Event: 
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Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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SAS ID: 1944181 
Secure: OPEN 
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